10 


11 


12 


13 
14 
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68036 


68033 


40033 


20419 


20447 


20413 


20099 


68083 


99035 
90027 


55028 


59122 
59011 


97027 


NOMENCLATURE 


EQUIPMENT LIST Y-A 


Effective: 
Supersedes: 


Revision: 


FLY-AWAY KIT FOR 3-CHANNEL 
DATA REDUCTION EQUIPMENT 


RACK A 


Relay, POTTER -BRUMFIELD, 


No. SKLAL 


Relay, POTTER-BRUMFIELD, 


No. KLI4A 


Coil, J. W. MILLER CO. 


No. 6315 


Potentiometer, 
No. CULO“ 


Potentiometer, 
No. CU5041 


Potentiometer , 
No. CLU5021 


Potentiometer, 
No. CLULO21 


Relay, Thermal, 
No. 117-20-A 


Diode, Crystal, 


Diode, Crystal, 
No. WN5091-A 


Diode, Crystal, 
RECTIFIER CORP. 


OHMITE, 


OHMITE, 


OHMITE, 


OHMITE, 


CURTIS-WRIGHT 


1N93 


WESTINGHOUSE 


INTERNATIONAL 
No. 5UL 


Light, Pilot, MARCO, No. 5NEe 


Light, Pilot, G. E. No. 328 


Fuse, 4 Amp., 250 V., 3AG, 


LITTLEFUSE No. 


312004 


ESTIMATED 
UNIT COST 


$ 5-75 


October 7, 1957 


March 1, 1957 


B 


es coli #t She ' 


coe PICOY f 
jeevpor 3 | 


NO. OF ESTIMATED 
UNITS AMOUNT 
a $5.75 
Ti 85 
2 2.16 
1 1.70 
1 2.55 
1 2.55 
1 2.50 
1 12.00 
5 9.25 
o 28 .00 
2 2.04 
5 25 
5 2.10 
25 1.50 
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he 


20 


al 
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57040 


9 (007 


97005 


56020 


57011 


57014 


56010 


56017 


47344 
L509 
45061 
45080 
45040 
45026 
45030 


45011 


Effective: 
Supersedes: 


Revision: 


EQUIPMENT LIST Y-A 


FLY-AWAY KIT FOR 3-CHANNEL 
DATA REDUCTION EQUIPMENT 


RACK A 

ESTIMATED 
NOMENCLATURE UNIT COST 
Fuse, 1/32 Amp., 125 V., 3AG, 
Slo-Blo, LITTLEFUSE No. 313.032 $ .19 
Fuse, 1/16 Amp., 250 V., 3AG, 
LITTLEFUSE No. 312.062 .10 
Fuse, 3 Amp-, 125 V-, 3AG, 
LITTLEFUSE No. 312003 -O4 
Fuse, 1/4 Amp., 250 V., 3AG, 
LITTLEFUSE No. 312.250 o14 
Fuse, 5 Amp-, 250 V., 3AG, 
LITTLEFUSE No. 312005 06 
Fuse, 2 Amp., 250 V., 3AG, 
LITTLEFUSE No. 312002 205 
Fuse, 3/4 Amp., 250 V., 3AG, 
LITTLEFUSE No. 312.750 £09 
Fuse, 12 Amp-, 250 V., 3AB; 
LITTLEFUSE No. 314012 210 
Tube, SRUWGY 4.60 
Tube, 6AR6/6098 3.25 
Tube, 5751 2.05 
Tube, 0G3/85A2 2.50 
Tube, 6AQ5 552 
Tube, 5963 1.00 
Tube, 6136/6AU6 2.00 
Tube, 6080 6.00 


No. OF 
UNITS 


25 


eo 


2) 


2) 


25 


25 
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B 


October 75 1957 


March 1, 1957 


ESTIMATED 
AMOUNT 


10. 


250 


- OO 


250 


50 
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Effective: October 7, 1957 
Supersedes: March 1, 1957 


Revision: B 


EQUIPMENT LIST Y-A 


FLY-AWAY KIT FOR 3-CHANNEL 
DATA REDUCTION EQUIPMENT 


RACK A 
MP ESTIMATED NO. OF ESTIMATED 
ITEM NUMBER NOMENCLATURE UNIT COST UNITS AMOUNT 
31 45015 Tube, 6U8 $ 1.03 3 $ = 3.09 
32 10954 Post, Fuse, LITTLEFUSE 
No. 342003 28 2 -56 
33 10897 Light, Pilot, MARCO No. 
30080M 5 2 1.70 
34 30271 Capacitor, Electrolytic, 
10,000MFD, 10-15 V., MALLORY 
No. HC-10100 4.95 2 9.90 
35 30380 Capacitor, Electrolytic, 
2000 MFD, 15 V., MALLORY 
No. HC-1520 2.82 2 5.64 
36 30448 Capacitor, CORNELL-DUBILIER No. 
BBR1O-150 yy 2 88 
37 30451 Capacitor, Electrolytic, 
1OMFD, 50 V., CORNELL- 
DUBILIER, BBR1O-50 42 2 By 
38 30397 Capacitor, Electrolytic, 
25MFD, 25V., CORNELL- 
DUBILIER, No. BBR25-25 .60 2 5230) 
39 30024 Capacitor, Electrolytic, 
1OMFD, 25 V., CORNELL- 
DUBILIER No. BBR1O-25 .50 2 1200 
ho 65678 Meter, VU, SIMPSON No. 142A 23.40 ab 23.40 
Ta 11396 Counter, Decade, HEWLETT- 
PACKARD, HPACKA (DC 9000) 35.00 ah 35.00 
ao 10275 Counter, Six Count, per R-W 
Dwg. No. 70000419 (DC 9100) 50.00 x 50.00 
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MT 


48 


4g 


50 


51 


52 


23 


54 
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Effective: October 7, 1957 


Supersedes: March 1, 1957 
Revision: B 
EQUIPMENT LIST Y-A 
FLY-AWAY KIT FOR 3-CHANNEL 
DATA REDUCTION EQUIPMENT 
RACK A 

MP ESTIMATED WO. OF ESTIMATED 
NUMBER NOMENCLATURE UNIT COST UNITS AMOUNT 
11035 Playback -Record 

Amplifier, per R-W 

Dwg. No. 70000789 $ 670.00 i $ 670.00 
55022 Diode, 1N198 2.10 4 8.40 
45033 Tube, 6CI6 1.48 2 2.96 
58057 Transformer, J. W. MILLER 

CO. No. 4384 6.75 a 6.75 
58069 Transformer, J. W. MILLER 

CO. No. 4384-2 6.75 al 6.715 
58072 Transformer, J. W. MILLER 

CO. No. 4384-3 Oat5 a Sees! 
11615 Transformer, Playback-Record 

Amplifier Input, per R-W 

Dwg. No. 70001520, TRANSFORMER 

ENGINEERS No. 7942 45.00 ne 45.00 
11665 Equalizer Unit, 3 3/4" - 15", 

1/4" Tape, per R-W Dwg. No. 

70001256 60.00 Ht 60.00 
11624 Equalizer Unit, 21/4" - 9", 

1/4" Tape, per R-W Dwg. No. 

70001255 GOv00: . 60.00 
10859 Motor, TECHNICAL DEVELOPMENT 

CORP. No. D6k1-1 75.00 al 75.00 
10926 Motor, TECHNICAL DEVELOPMENT 

CORP. No. D631-1 83.00 i 83.00 
20609 Resistor, Fixed Wirewound, 


25 ohm, 2 watt, + 1%, HYCOR 
No. 628A250HM or CINEMA No. 
CE181M250HM or DALE PRODUCTS 
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dips 


37 


ITEM 


oe, 


56 


af 


58 
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20611 


20612 


20614 


20617 


EQUIPMENT LIST Y-A 


Effective: 
Supersedes: 


Revision: 


FLY-AWAY KIT FOR 3-CHANNEL 
DATA REDUCTION EQUIPMENT 


RACK A 


NOMENCLATURE 


Resistor, Fixed Wirewound, 

36 Ohm, 2 watt, + 1%, HYCOR 
No. 628A 36 OHM, or CINEMA 
No. CEL81M 36 OHM or DALE 
PRODUCTS INC. No. RSE2 36 OHM 


Resistor, Fixed Wirewound, 

27K, 2 watt, + 1%, HYCOR No. 
628A27K or CINEMA No. CE1L81E27K 
or DALE PRODUCTS INC. No. RS2 27K 


Resistor, Fixed Wirewound, 

68K, 2 watt, + 1%, HYCOR No. 
628A68K or CINEMA No. CE181E68K 
or DALE PRODUCTS INC. No. RS2 68K 


Resistor, Fixed Wirewound, 100 K, 
2 watt, + 1%, HYCOR No. 628AL00K 
or CINEMA No. CE181E100K or DALE 
PRODUCTS INC. No. RS2 100K 


ESTIMATED 
UNIT COST 
$ 2.37 

3.05 

3.71 

So: 


October 7, 1957 


NO. OF 
UNZTS_ 


March 1, 1957 


B 


ESTIMATED 
AMOUNT 


$ 2.37 


3-05 


aaa 


eval 
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